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ISSUE COMMENTS 

07/06/92 - MODIFICATIONS - 

FREQUENCY CONTROL POTS CHANCED TO UNEAR 

SPECIFICATION, CIRCUIT MOOS AS FOLLOWS: 

CHANGED CONNECTIONS: 

VR2a.VR2b. VR2c AND VR2d ALSO VR5a, VR5b, YR5c 
AND VR5d. 

ADDITIONAL COMPONENTS: 

R201. R202, R203. R204, R205, R206, R207 AND 
R208 

CHANCED VALUE: 

R30, R31, R32, R33, R105, R109. R110, R113. 

C18, 09, C21. C22, C24, C25. C27, C28, C44, C45, 
C46, C48, C49. C50, C52, C53. C54. CSS, C57, C58. 
COMPONENTS DELETED 
NONE 
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